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INTRODUCTION 


A  program  of  nondestructive  inspection,  mechanical  tests,  and  fracture 
mechanics  tests  was  performed  on  material  taken  from  a  high  pressure  air 
storage  vessel.  The  material  is  API  N-80  steel,  which  is  a  low  alloy  quenched 
and  tempered  steel  similar  to  ASTM  A372,  Grade  4,  heat  treated  to  a  minimum 
yield  strength  of  80  Ksi.  The  tests  were  planned  to  provide  the  basis  of 
fracture  mechanics  life  analysis  of  gas  bottles  in  their  service  environment. 
This  report  describes  the  test  procedures  and  results  and  gives  a  preliminary 
analysis  of  the  results. 

SPECIMEN  MATERIAL  AND  TESTS 

One  vessel  was  selected  from  a  large  high  pressure  air  storage  field  hy 
NASA  Langley  Research  Center.  Two  sections  about  760  mm  (30  in.)  long  were 
flame-cut  from  the  vessel  and  shipped  to  Benet  Weapons  Laboratory.  The 
cylinder  sections,  identified  as  cylinder  //I  and  #2,  were  about  356  ram  (14 
in.)  inner  diameter,  ID,  and  406  mm  (16  in.)  outer  diameter,  OD.  Visual 
examination  showed  that  the  ID  surfaces  of  the  cylinders  were  different  in 
appearance.  Cylinder  // 1  was  a  uniform  dark  grey  in  color,  and  cylinder  // 2  was 
mixed  dark  grey  and  tan  in  color  and  smoother  to  the  touch.  A  magnetic 
particle  inspection  was  performed,  with  the  magnetic  field  applied  so  as  to 
locate  defects  in  planes  normal  to  the  circumferential  direction.  A 
continuous  network  of  cracks  was  noted  within  20  to  40  mm  (1  to  2  in.)  from 
each  flame-cut  end  of  each  cylinder.  No  other  cracks  were  observed.  Based 
upon  our  experience  with  this  inspection  method  it  is  estimated  that  a  surface 
crack  of  5  mm  (0.2  in.)  length  along  the  ID  in  the  longitudinal  direction 
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would  have  been  detected  if  present. 

Five  types  of  mechanical  and  fracture  mechanics  test  specimens  were  made 
from  each  of  the  cylinders.  They  are  tension,  Charpy  impact,  fracture  tough- 
ness,  KIc,  fatigue  crack  growth  rate,  da/dN,  and  S-N  fatigue  life  specimens. 
They  were  made  from  four  rings  of  about  40  mm  length  (along  the  cylinder  axis) 
and  were  located  about  150  to  270  mm  from  one  end  of  the  cylinder  section,  as 
shown  in  Figure  1. 

A  determination  of  the  residual  stress  present  in  the  cylinder  sections 

was  made  during  the  specimen  fabrication  process.  After  rings  #1  and  2  were 

cut  from  the  cylinder  sections,  two  lines  were  scribed  on  the  OD  of  each  ring, 

and  the  change  in  spacing  of  the  lines,  Ad,  was  measured  as  a  result  of 

cutting  through  the  ring  wall  between  the  lines;  see  Figure  2.  A  relation 

between  Ad  and  the  nominal  circumferential  residual  stress,  a,  present  at  the 

ID  of  the  ring  before  slitting  can  be  obtained  from  curved  beam  theory1 

-  (r2~ri)EAd 

G  - - 

2 it  r2(r2+ri) 

Values  of  Ad  measured  and  calculated  0,  using  E  =  207,000  MPa,  r|  =  178  mm, 
r 2  =  203  mm,  are  shown  in  Table  I.  The  highest  of  these  values  of  residual 
stress,  although  tensile,  are  not  of  great  enough  magnitude  to  have  any 
significant  effect  on  the  service  life  of  the  cylinders. 


Timoshenko,  S.,  Strength  of  Materials,  Part  II,  D.  Van  Nostrand,  New  York, 
1941,  p.  68. 


2 


Drb  T*  yet  fVO,  Tnn) 


S-N 


Figure  1.  Test  Specimen  Location  Along  Cylinder  Section. 
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Figure  2.  Slitting  Method  For  Measuring  Residual  Stress. 
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TABLE  I. 


CALCULATED  RESIDUAL  STRESS  AT  ID  FROM  SLITTING  MEASUREMENTS 
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MECHANICAL  PROPERTY  TESTS 

The  mechanical  tests  performed  from  the  cylinder  material  are  tension 
tests  using  ASTM  Method  E8  and  notched  bar  impact  tests  using  the  Charpy 
specimen  of  ASTM  Method  E23.  The  specimens  for  these  tests  were  taken  from 
mid-wall  thickness  of  the  cylinder  and  with  the  intended  fracture  plane  normal 
to  the  circumferential  direction. 

The  tension  test  specimens  were  8.9  mm  (0.35  in.)  diameter  with  a  64  mm 
(2.5  in.)  reduced  section  length,  which  is  above  the  minimum  required  length 
(see  Figure  8  of  E23) .  Four  specimens  were  tested  at  25°C  from  each  cylinder; 
results  are  in  Table  II.  The  specimen  designation  used  here  and  for  all  test 
specimens  is  cylinder  number,  followed  by  ring  number,  followed  by  specimen 
number,  so  that  1-4-2,  for  example,  refers  to  cylinder  #1,  ring  #4,  and 
specimen  #2  from  that  ring. 
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TABLE  II.  TENSILE  TEST  RESULTS 


|  Yield 

|  Strength 

|  0.2%  Offset 

Specimen  Designation  |  MPa  (Ksi) 

- p- 

Tensile 

Strength 

MPa  (Ksi)  I 

Elongation 

% 

1 

|  Reduction 
|  in  Area 

1  % 

- - - 1  1 

Cylinder  #1  1  1 

l-4-la 

|  643 

(93.3) 

869 

(126)  | 

| 

19 

1  45 

| 

b 

1 

|  643 

i 

(93.3) 

869 

(126)  I 
| 

19 

|  44 

1 

l-4-2a 

1 

|  647 

i 

(93.9) 

889 

(129)  I 
| 

19 

1  43 

| 

b 

1 

|  665 

i 

(96.4) 

883 

(128)  | 

1 

19 

46 

1 

1  1  * 

Cylinder  #2  1  1  j 

2-4-la 

i 

|  673 

i 

(97.6) 

889 

(129)  I 
| 

19 

1  45 

1 

b 

1 

I  665 

i 

(96.4) 

889 

(129)  I 
| 

19 

1  43 

| 

2-4-2a 

|  665 

i 

(96.4) 

876 

(127)  | 

| 

19 

|  46 

1 

b 

1 

I  643 

1 

(93.3) 

883 

(128) 

1 

19 

!  45 

1 
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The  notched  bar  impact  specimens  were  Charpy,  Type  A,  (shown  in  Figure  4 
of  ASTri  E23),  that  is  with  the  commonly  used  2  mm  deep,  45°,  0.25  mm  radius 
notch.  Three  specimens  were  tested  at  four  temperatures  from  each  cylinder, 

24  tests  total.  The  absorbed  energy,  percent  shear  on  the  fracture  surface, 
and  the  lateral  expansion  were  measured  and  are  listed  in  Table  III.  A  plot 
of  absorbed  energy  versus  test  temperature  is  shown  as  Figure  3,  which  gives  a 
measure  of  the  duct ile- to-br i ttle  transition  of  Charpy  energy  with  decreasing 
temperature  for  each  cylinder.  The  smooth  curves  drawn  through  the  mean  of 
the  three  data  points  of  each  set  (except  excluding  specimen  1-2-3)  show  a 
significant  transition  in  Charpy  energy  over  the  temperature  range  of  the 
tests . 

FRACTURE  MECHANICS  TESTS 

Three  types  of  tests  were  performed:  plane  strain  fracture  toughness, 

Kxc,  using  ASTM  Method  E399,  fatigue  crack  growth  rate,  da/dN,  generally 
following  ASTM  Method  E647 ,  and  fatigue  life  tests  using  S-N  type,  full-wall- 
thickness,  bend  specimens  and  where  possible  the  procedures  of  ASTM  Method 
E606.  The  specimens  for  all  fracture  tests  had  the  same  basic  contour.  It 
was  a  165  mm  (6.5  in.)  long  segment  from  the  cylinder  wall,  with  the  ID  and  OD 
surfaces  left  unmachined,  see  Figure  4.  The  Kxc  and  da/dN  specimens  were 
notched  and  were  loaded  by  13  mm  (0.5  in.)  pin  holes;  the  S-N  specimens  were 
unnotched  and  were  loaded  in  three-point  bending,  using  a  143  mm  span,  £ , 
between  the  outer  load  points. 
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Figure  3.  Charpy  Energy  Versus  Test  Temperature. 


TABLE  III.  CHARPY  IMPACT  TEST  RESULTS 


Specimen 

Tempe  rature 
°C 

Absorbed 

Energy 

J  (ft-lb) 

Percent  Shear 
% 

Lateral 
Expans  ion 
mm  (in.) 

1-1-1 

25° 

14.3 

(10.5) 

5 

0.2 

(0.007) 

1-1-2 

25° 

17.7 

(13.0) 

6 

0.3 

(0.010) 

1-1-3 

25° 

16.3 

(12.0) 

5 

0.2 

(0.008) 

2-1-1 

25° 

15.0 

(11.0) 

5 

0.2 

(0.008) 

2-1-2 

25° 

18.4 

(13.5) 

6 

0.3 

(0.012) 

2-1-3 

25° 

18.4 

(13.5) 

6 

0.3 

(0.010) 

1-1-4 

0° 

12.9 

(9.5) 

<  5 

0.2 

(0.006) 

1-1-5 

0° 

12.9 

(9.5) 

<  5 

0.2 

(0.006) 

1-1-6 

0° 

12.2 

(9.0) 

<  5 

0. 1 

(0.005) 

2-1-4 

0° 

12.2 

(9.0) 

<  5 

0.1 

(0.005) 

2-1-5 

0° 

14.0 

(10.3) 

<  5 

0.2 

(0.006) 

2-1-6 

0° 

12.7 

(9.3) 

<  5 

0.2 

(0.006) 

1-2-1 

-18° 

9.5 

(7.0) 

<  5 

0. 1 

(0.004) 

1-2-2 

-18° 

10.9 

(8.0) 

<  5 

0. 1 

(0.004) 

1-2-3 

-18° 

8.2 

(6.0) 

<  5 

0.1 

(0.003) 

2-2-1 

-18° 

10.9 

(8.0) 

<  5 

0.1 

(0.005) 

2-2-2 

-18° 

10.5 

(7.7) 

<  5 

0.2 

(0.006) 

2-2-3 

-18° 

11.8 

(8.7) 

<  5 

0.1 

(0.005) 

1-2-4 

-40° 

8.8 

(6.5) 

<  5 

0.1 

(0.004) 

1-2-5 

-40° 

9.5 

(7.0) 

<  5 

0. 1 

(0.004) 

1-2-6 

-40° 

9.9 

(7.3) 

<  5 

0.1 

(0.003) 

2-2-4 

-40° 

8.8 

(6.5) 

<  5 

0.1 

(0.004) 

2-2-5 

-40° 

9.5 

(7.0) 

<  5 

0. 1 

(0.004) 

2-2-6 

-40° 

11.8 

(8.7) 

<  5 

0.1 

(0.005) 
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The  Kxc  test  results  are  shown  in  Table  IV.  The  only  significant  trend 
in  the  results  was  the  decrease  in  Kxc  with  decrease  in  test  temperature  from 
- 1 0 C  to  -18°C.  This  is  consistent  with  the  transition  in  Charpy  energy  with 
temperature,  Figure  3.  Also,  the  larger  standard  deviation  of  Kxc  at  the 
lower  temperature  would  be  expected  if  the  lower  temperature  was  in  the  range 
of  K^c  transition.  All  specimens  were  similar  ir.  fracture  surface  appearance 
and  load- deflection  behavior.  The  fracture  surfaces  were  generally  flat  with 
0.2  to  0.5  mm  shear  lips.  The  load-def lection  plots  were  almost  ideally  elas¬ 
tic,  that  is,  no  plastic  deformation  before  abrupt  fracture;  all  failure 
points  fell  within  a  1%  secant  offset,  compared  with  the  5%  secant  offset  of 
E399.  The  only  significant  variation  from  a  valid  Kpc  test  was  the  specimen 
size  requirement  of  E399,  that  is  that  crack  length,  a,  be  at  least  2.5 
(Kic/ayS)^*  The  crack  length  was  nominally  13  mir ,  where  as  2.5  (100  HPra^^/ 
650  UPa)2  equals  59  mm,  using  nominal  Ki[c  and  ayS.  Thus,  the  largest 
available  specimen  from  the  cylinder  was  about  one  quarter  required  size. 
However,  because  of  the  indications  of  brittle  failure  mentioned  above,  we 
believe  that  the  Kxc  results  are  a  good  indication  of  the  fracture  toughness 
of  the  cylinder  material. 
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TABLE  IV.  FRACTURE  TOUGHNESS  TEST  RESULTS 


Tested  at  -1°C 

Specimen 

UPa(m) 1/2 

(30°F) 

KIc* 

Ksi(in)l/2 

Tested  at  -18°C 

Specimen 

MPa(m)1/2 

(0°F) 

KlCKsi(in)l/2 

1-3-2 

109.7 

(100.1) 

1-3-1 

109.5 

(99.9) 

1-3-4 

107.5 

(  98.1) 

1-3-3 

89.1 

(81.3) 

1-3-6 

107.1 

(  97.7) 

1-3-5 

89.5 

(81.7) 

llean  108.1 

Mean  96.0 

2-3-2 

108.8 

(  99.3) 

2-3-1 

98.0 

(89.4) 

2-3-4 

113.2 

(103.3) 

2-3-3 

96.7 

(88.2) 

2-3-6 

108.9 

(  99.4) 

2-3-5 

103.9 

(94.8) 

Mean  110.3 

Mean  99.5 

Grand  Mean  109.2 

Grand  Mean 

97.8 

St.  Deviation 

2.2 

St. 

Deviation 

8.0 

*Data  met  all  requirements  of  E399 

except  for 

the 

specimen  i 

size  require- 

ment  of  paragraph  7.1.1. 
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The  da/dN  test  results  are  shown  in  Figure  5.  Three  specimens  were 
tested  at  25°C  with  maximum  loads  of  5.83  KN  and  8.08  KN  for  each  cylinder;  12 
specimens  in  all.  The  minimum  load  was  always  10%  of  maximum  load.  The  spec¬ 
imen,  shown  in  Figure  4,  is  the  C-shaped  specimen,  one  of  the  standard  speci¬ 
mens  for  KIc  tests.  This  specimen  is  not  standard  in  the  da/dN  test  method, 
E647;  however,  the  geometry  and  the  stress  and  K  analysis  of  the  C-shaped 
specimen  have  been  shown2  to  be  similar  to  the  compact  specimen,  which  is 
standard  in  E647 . 

The  average  crack  length,  nominally  5  to  15  mm,  averaged  from  the  two 
sides  of  the  specimen  was  plotted  versus  number  of  cycles,  and  slopes  were 
taken  at  five  or  six  points,  converted  to  da/dN  and  plotted  on  log-log  axes 
versus  the  range  of  K,  AK,  as  shown  in  Figure  5.  An  "eyeball  fit"  straight 
line  with  a  prescribed  slope  of  three  is  shown,  to  serve  as  a  representation 
of  the  da/dN  data  in  a  form  which  can  be  easily  integrated.  It  is  emphasized 
that  the  expressions  shown  are  known  to  represent  the  da/dN  behavior  of  the 

cylinders  only  within  the  range  of  data  presented. 

The  S-N  test  data  are  shown  in  Table  V.  Two  or  three  specimens  from  each 
cylinder  were  tested  at  25°C  with  four  maximum  loads.  The  minimum  fatigue 
load  was  always  10%  of  maximum  load.  The  wall  thickness,  W,  of  each  specimen 
was  recorded.  Shallow  grooves  were  noted  on  the  ID  surface  of  most  specimens, 
running  in  the  longitudinal  direction  of  the  cylinder.  The  depth  of  the 
grooves  was  estimated  by  measuring  some  grooves  on  an  optical  compantor. 

2Underwood ,  J.  H.  and  Kendall,  D.  P. ,  "Fracture  Toughness  Testing  Using  the 
C-Shaped  Specimen,”  Developments  in  Fracture  tlechanics  Test  Methods 
Standardization,  ASTtl  STP  632,  W.  F.  Brown,  Jr.,  and  J.^G. ^Kaufman,  Eds., 
American  Society  for  Testing  and  Materials,  L977,  pp.  25-38. 
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Figure  4.  Fracture  Mechanics  Test  Specimens. 
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Figure  5a.  Fatigue  Crack  Propagation  Rate  da/dN  vs.  Stress 
Intensity  Factor  Range,  AK,  For  Cylinder  #1. 
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Figure  5b.  Fatigue  Crack  Propagation  Rate  da/dN  vs.  Stress 
Intensity  Factor  Range,  AK,  For  Cylinder  #2. 
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Two  categories  of  groove  depth  are  indicated  in  Table  V;  the  specimens  from 
cylinder  #2  were  the  only  ones  on  which  deep  grooves  were  noted,  with  depth  of 
about  0.05  to  0.1  mm.  The  grooves  affected  the  S-N  results  because  in  all 
cases  with  a  groove  near  the  center  of  the  specimen,  that  is,  approximately 
in  line  with  the  center  load  point,  the  fatigue  failure  initiated  at  a  groove. 
The  number  of  cycles  required  to  grow  a  crack  of  5  mm  length  along  the  ID  in 
the  longitudinal  direction  is  noted  in  Table  V.  In  most  cases,  cracks  as 
small  as  2  mm  could  be  detected  using  a  magnetic  particle  inspection.  The 
cylinder  material  did  not  retain  a  magnetic  field  as  well  as  other  steels  we 
have  tested.  This,  in  part,  explains  the  lack  of  5  mm  data  for  two  specimens. 
The  number  of  cycles  to  final  failure,  with  failure  defined  as  two  pieces,  was 
recorded.  Finally,  the  stress  at  the  ID  surface  of  the  specimen  was 
calculated  as: 

6M  3/2  P £  ... 

s  =  — -  =  ------  (1) 

BW2  BW2 

where  the  maximum  fatigue  load,  P  and  specimen  wall  thickness,  W  are  from 

Table  V,  specimen  thickness,  B  =  25.4  mm,  and  the  span  between  outer  load 

points,  l  =  143  mm.  This  calculation  uses  standard  beam  analysis,  with  no 

consideration  of  the  curvature  of  the  specimen;  this  approach  was  found  to  be 

2 

entirely  adequate  for  specimens  of  this  type  in  prior  stress  and  K  analysis. 


2Underwood,  J.  H.  and  Kendall,  D.  P. ,  "Fracture  Toughness  Testing  Using  the 
C-Shaped  Specimens,"  Developments  in  Fracture  Mechanics  Test  Methods 
Standardization,  ASTH  STP  632,  W.  F.  Brown,  Jr.,  and  J.  G.  Kaufman,  Eds., 
American  Society  for  Testing  and  Materials,  1977,  pp.  25-38. 
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TABLE  V.  FATIGUE  LIFE  TEST  RESULTS 
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The  S-N  plots  of  the  data  for  each  cylinder  are  shown  in  Figure  6.  In 
general  the  ID  stress  required  for  lives  in  the  range  tested,  2,000  to  50,000 
cycles,  is  at  or  above  the  yield  strength.  The  lives  from  cylinder  // 2  tests 
are  generally  below  those  of  cylinder  //I  at  similar  stress  levels.  This  is 
due,  at  least  in  part,  to  the  fact  that  five  of  the  ten  specimens  from 
cylinder  #2  had  relatively  deep  grooves  present  which  lowered  the  fatigue 
life. 

PRELIMINARY  ANALYSIS  OF  RESULTS 

Some  indication  of  the  type  of  analysis  which  could  be  performed  is  given 
here.  An  estimate  of  the  critical  crack  size  in  the  cylinder  which  would 
cause  a  brittle,  Kxc  type  failure  is  the  following:  Combining  the  K  expres¬ 
sion  for  a  center  crack  of  length  2a  in  a  tension  panel,  K  =  a(7ia)^/^,  with 
the  expression  for  the  average  circumferential  stress  in  the  wall  of  a  pres¬ 
surized  thin-wall  cylinder,  a  =  pr/W,  gives  the  expression 


a 
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Kic2W2 


?  2 

frp^r 


(2) 
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Using  the  lowest  Kfc  value  measured  in  the  tests,  89.1  the  average 

radius  r  =  190  mm,  W  =  25  mm,  p  =  34.5  MPa  (5.0  Ksi)  ,  then  ac  =  37  mm,  and  the 
total  critical  length  of  a  through  crack  growing  down  the  axis  of  the  cylinder 
is  twice  that,  74  mm. 

An  estimate  of  the  number  of  fatigue  cycles  required  to  grow  a  crack  from 
an  initial  size  (which  might  be  present  at  the  cylinder  ID)  to  a  final  size 
equal  to  the  wall  thickness,  W,  is  as  follows.  Following  the  general 
procedure  developed  for  cannon  tubes, the  integrated  form  of  a  Paris  type 
equation,  da/dN  =  CAKn,  is  combined  with  a  K  expression  for  a  shallow, 
semielliptical  crack  at  the  ID  of  a  pressurized  cylinder,  K  =  1.12  ao(Tra)^^  + 

1.12  ap(Tra)l/2,  t0  give: 

1  1 


Nf 


C  [  1 . 1 2 


ap( 


2[r2/r!]2 

Ir2/rhr: 


(3) 


Using  an  initial  crack  depth,  ai,  of  0.5  mm,  (which  is  the  depth  of  a  crack 
with  surface  length,  2c  along  the  ID  of  5  mm,  see  page  1,  and  a/2c  =  0.1),  W  - 
25  mm,  C  =  2.47  x  10~12  and  n  =  3  to  represent  the  da/dN  behavior,  a  =  0.93 
which  corresponds  to  a/ 2c  =  0.1,^  p  =  34.5  MPa,  and  ^2lr\  ~  1-14,  gives  the 
result  Nf  =  1,020,000  cycles. 


^Underwood,  J.  H. ,  "Stress  Intensity  Factors  for  Internally  Pressurized 
Thick-Wall  Cylinders,"  Stress  Analysis  and  Growth  of  Cracks,  Proceedings  of 
the  1971  National  Symposium  on  Fracture  Mechanics,  Part  I,  ASTM  STP  513, 

American  Society  for  Testing  and  Materials,  1972,  pp.  59-70. 

^Underwood,  J.  H.  and  Throop,  J.  F.,  "Surface  Crack  K-Estimates  and  Fatigue 
Life  Calculations  in  Cannon  Tubes,"  Part-Through  Crack  Fatigue  Life 
Prediction,  ASTM  STP  687,  J.  B.  Chang,  Ed.,  American  Society  for  Testing  and 
Materials,  1979,  pp.  195-210. 
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These  ac  and  Nf  estimates  can  be  further  refined,  and  more  information  on 
the  service  conditions  of  the  vessels  is  required  to  more  certainly  determine 
the  various  parameters  which  appear  in  the  analyses.  Once  the  most  appropri¬ 
ate  service  information  is  inserted  into  the  analyses  via  the  parameters  in 
equations  (2)  and  (3),  quantitative  determinations  of  the  likelihood  of  brit¬ 
tle  failure  and  fatigue  failure  of  the  vessels  can  be  made. 


21 


REFERENCES 


1.  Timoshenko,  S. ,  Strength  of  Materials,  Part  II,  D.Van  Nostrand,  New  York, 
1941,  p.  68. 

2.  Underwood,  J.  H.  and  Kendall,  D.  P. ,  "Fracture  Toughness  Testing  Using  the 
C-Shaped  Specimen,"  Developments  in  Fracture  Mechanics  Test  Methods 
Standardization,  ASTM  STP  632,  W.  F.  Brown,  Jr.,  and  J.  G.  Kaufman,  Eds., 
American  Society  for  Testing  and  Materials,  1977,  pp.  25-38. 

3.  Underwood,  J.  H. ,  "Stress  Intensity  Factors  for  Internally  Pressurized 
Thick-Wall  Cylinders,"  Stress  Analysis  and  Growth  of  Cracks,  Proceedings 
of  the  1971  National  Symposium  on  Fracture  Mechanics,  Part  I,  ASTM  STP 
513 ,  American  Society  for  Testing  and  Materials,  1972,  pp.  59-70. 

4.  Underwood,  J.  H.  and  Throop,  J.  F.,  "Surface  Crack  K-Estimates  and  Fatigue 
Life  Calculations  in  Cannon  Tubes,"  Part-Through  Crack  Fatigue  Life 
Prediction,  ASTM  STP  687,  J.  B.  Chang,  Ed.,  American  Society  for  Testing 
and  Materials,  1979,  pp.  195-210. 


22 


TECHNICAL  REPORT  INTERNAL  DISTRIBUTION  LIST 

NO.  OF 
COPIES 

COMMANDER  1 

CHIEF,  DEVELOPMENT  ENGINEERING  BRANCH  1 

ATTN:  DRDAR-LCB-DA  1 

-DM  1 

-DP  1 

-DR  '  1 

-DS  1 

-DC  1 

CHIEF,  ENGINEERING  SUPPORT  BRANCH  1 

ATTN:  DRDAR-LCB-SE  1 

-SA  1 

CHIEF,  RESEARCH  BRANCH  2 

ATTN:  DRDAR-LCB-RA  1 

-RC  1 

-RM  1 

-RP  1 

CHIEF,  LWC  MORTAR  SYS.  OFC.  1 

ATTN:  DRDAR-LCB-M 

CHIEF,  IMP.  SIMM  MORTAR  OFC.  1 

ATTN:  DRDAR-LCB-I 

TECHNICAL  LIBRARY  5 

ATTN:  DRDAR-LCB-TL 

TECHNICAL  PUBLICATIONS  §  EDITING  UNIT  2 

ATTN:  DRDAR-LCB-TL 

DIRECTOR,  OPERATIONS  DIRECTORATE  1 

DIRECTOR,  PROCUREMENT  DIRECTORATE  1 

DIRECTOR,  PRODUCT  ASSURANCE  DIRECTORATE  1 


NOTE:  PLEASE  NOTIFY  ASSOC.  DIRECTOR,  BENET  WEAPONS  LABORATORY,  ATTN: 
DRDAR-LCB-TL,  OF  ANY  REQUIRED  CHANGES. 


TECHNICAL  REPORT  EXTERNAL  DISTRIBUTION  LIST  (CONX) 


NO.  OF  NO.  OF 

COPIES  COPIES 


COMMANDER 

US  ARMY  RESEARCH  OFFICE- 

P.O.  BCK  12111  1 

RESEARCH  TRIANGLE  PARK,  NC  27739 

COMMANDER 

US  ARMY  HARFEY  DIAMOND  LAB 

ATTN:  TECH  LIB  1 

2800  POWDER  MILL  ROAD 

ADELPHIA,  Ml  20783 


DIRECTOR 

US  ARMY  INDUSTRIAL  BASE  ENG  ACT 
ATTN:  DRXPZ-MT  1 

ROCK  ISLAND,  IL  61201 

CHIEF,  MATERIALS  BRANCH 

US  ARMY  R&S  GROUP,  EUR  1 

BCK  65,  FPO  N.Y.  09510 

COMMANDER 

NAVAL  SURFACE  WEAPONS  CEN 

ATTN:  CHIEF,  MAT  SCIENCE  DIV  1 

DAHLGREN,  VA  22448 

DIRECTOR 

US  NAVAL  RESEARCH  LAB 
ATTN:  DIR,  3-iECH  DIV  1 

CODE  26-27  (DOC  LIB)  1 

WASHINGTON,  D.  C.  20375 

NASA  SCIENTUIC  &  TECH  INFO  FAC. 

P.  0.  BCK  3757,  ATTN:  ACQ  BR  1 


BA  LT IM  ORE/ WASH  I NGTCN  INTL  AIRPORT 
MARYLAND  21240 


COMMANDER 

DEFENSE  TECHNICAL  INFO  CENTER 
ATTN:  DTLA-TCA  12 

CAMERON  STATION 
ALEXANDRIA,  VA  22314 

META  IS  4  CERAMICS  INFO  CEN 
BATTELLE  COLUMBUS  LAB  1 

505  KING  AVE 
COLUMBUS,  OHIO  4  3  331 

MECHANICAL  PROPERTIES  DATA  CTR  1 

BATTELLE  COLUMBUS  LAB 
505  KING  AVE 
COLUMBUS,  OHIO  43331 

MATERIEL  SYSTEMS  ANALYSIS  ACTV 
ATTN:  DRXSY-MP  1 

ABERDEEN  PROVING  GROUND 
MARYLAND  21005 


NOTE:  PLEASE  NOTIFY  COMMANDER,  ARRADCCM,  ATTN:  BENET  WEAPONS  IAB  ORATORY, 
DRTAE-LCB-TL,  WATERVLIET  ARSENAL,  WATERVLIET,  N.Y.  12189,  OF  ANY 
REQUIRED  CHANGES. 


TECHNICAL  REPORT  EXTERNAL  DISTRIBUTION  LIST 


NO.  OF  NO.  OF 

COPIES  COPIES 


ASST  SEC  OF  THE  ARMY 
RESEARCH  $  DEVELOPMENT 
ATTN:  DEP  FOR  SCI  $  TECH 

THE  PENTAGON 
WASHINGTON,  D.C.  20315 


COMMANDER 

US  ARMY  TANK-AUTMV  R$D  COMD 
ATTN:  TECH  LIB  -  DRDTA-UL  1 

MAT  LAB  -  DRDTA-RK  1 

WARREN,  MICHIGAN  48090 


COMMANDER 

US  ARMY  MAT  DEV  $  READ.  COMD 

ATTN:  DRCDE  1 

5001  EISENHOWER  AVE 

ALEXANDRIA,  VA  22333 

COMMANDER 
US  ARMY  ARRADCOM 
ATTN:  DRDAR-LC 
-LCA 

-LCE 
-LCM 
-LCS 
-LCW 
-TSS 

DOVER,  NJ  07801 

COMMANDER 
US  ARMY  ARRCOM 
ATTN:  DRSAR-LEP-L  1 

ROCK  ISLAND  ARSENAL 
ROCK  ISLAND,  IL  61299 

DIRECTOR 

US  ARMY  BALLISTIC  RESEARCH  LABORATORY 
ATTN:  DRDAR-TSB-S  (STINFO)  1 

ABERDEEN  PROVING  GROUND,  MD  21005 

COMMANDER 

US  ARMY  ELECTRONICS  COMD 

ATTN:  TECH  LIB  1 

FT  MONMOUTH,  NJ  07703 

COMMANDER ' 

US  ARMY  MOBILITY  EQUIP  R£D  COMD 

ATTN:  TECH  LIB  1 

FT  BELVOIR,  VA  22060 


(PLASTICS  TECH 
EVAL  CEN) 


(STINFO) 


COMMANDER 

US  MILITARY  ACADEMY 

ATTN:  CHMN ,  MECH  ENGR  DEPT  1 

WEST  POINT,  NY  10996 

US  ARMY  MISSILE  COMD 
REDSTONE  SCIENTIFIC  INFO  CEN 
ATTN:  DOCUMENTS  SECT,  BLDG  4484  2 

REDSTONE  ARSENAL,  AL  35898 


COMMANDER 
REDSTONE  ARSENAL 

ATTN:  DRSMI-RRS  1 

-RSM  1 

ALABAMA  35809 

COMMANDER 

ROCK  ISLAND  ARSENAL 

ATTN:  SARRI-ENM  (MAT  SCI  DIV)  1 

ROCK  ISLAND,  IL  61202 

COMMANDER 

HQ,  US  ARMY  AVN  SCH 

ATTN:  OFC  OF  THE  LIBRARIAN  1 

FT  RUCKER,  ALABAMA  36362 

COMMANDER 

US  ARMY  FGN  SCIENCE  $  TECH  CEN 
ATTN:  DRXST-SD  1 

220  7TH  STREET,  N.E. 

CHARLOTTESVILLE,  VA  22901 


COMMANDER 

US  ARMY'  MATERIALS  $  MECHANICS 
RESEARCH  CENTER 

ATTN:  TECH  LIB  -  DRXMR-PL  2 

WATERTOWN,  MASS  02172 


NOTE:  PLEASE  NOTIFY  COMMANDER,  ARRADCOM,  ATTN:  BENET  WEAPONS  LABORATORY, 

DRDAR-LCB-TL ,  WATERVLIET  ARSENAL,  WATERVLIET,  N.Y.  12189,  OF  ANY 
REQUIRED  CHANGES. 


